QUOI DE NEUF 


The 29" Annual British Filk Convention 





3° —5" February, 2017 
The Best Western Hotel, Marks Tey, Colchester 


Quoi De Neuf (British Filk 
Convention) 


Science fiction convention held in 2017. See Wikidata; SFcentral; 
Fancyclopedia; Fanac 
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